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Office of the Chief of Engineers, Washington, D. C . ,"10- October 1945 


TO: Chairman, Joint Intelligence Study Publishing Board, LaSalle 
Building, 1034 Connecticut Avenue, N.W., Washington, D. C. 

This office interposes no objection to lowering the classification 
from CONFIDENTIAL to RESTRICTED of those JANIS studies listed in the 
basic communication which were prepared under the jurisdiction of this 
office. 


FOR THE CHIEF OF ENGINEERS: 



Colonel, Corps of Engineers 

Chief, Military Intelligence Division 
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